Switching-mode Power Supply with a digital display 
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Ultra-compatct, lightweight and high-powered switching 

power supply with Power Poles"! \ 
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The output voltage is continuously 
adjustable from 5 to 15 Volt DC, or 
fixed at rated 13.8V. 
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SPECIFICATIONS 
Input Voltage 120VAC (DM-430T) 

230VAC (DM-430E) 
Output voltage 5~15V DC 
Output current 30A (max) 
Output voltage regulation | Less than 2% 
Ripple voltage Less than 80mVp-p at rated load 
Protection Short-circuit , Automatic current limiting over 30A 

Over-temperature 
Fuse 8A (DM-430T) / SA(DM-430E) 
Dimensions WxHxD 125(W) x 60(H) x 160(D) mm ALI NCO. | NC 
(Projections not included) | 4.921(w) x 2.362(H) x 6.299(D) inches 5 = Electronics Division 
Weight Approx. 1.6kg/ 3.53 Ib with AC cord Yodoyabashi Dai-Bidg 13F, 4-4-9 Koraibashi, 
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Andersbn Powerpole is a registered trademark of Anderson Power Products, Inc. 
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